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RONALD W. LAMONT-HAVERS, M.D. 
Vice President for Research 
and Technology Affairs 
Director of Research Affairs 
Executive Secretary ; Committee 
on Research 



Reply to: Director of Research Affairs 

Massachusetts General Hospital 
40 Blossom Street 
Boston, Massachusetts 02114 
617-726-3651 


September 18, 1988 


COUNCIL FOR TOBACCO RESEARCH-U.S.A., INC. (THE) 

900 THIRD AVENUE 

NEW YORK NY 10022 


Attn: HARMON C. MCALLISTER, PH.D., RESEARCH DIRECTOR 

Re: RESEARCH-GRANT 



To Whom it May Concern: 

We would sincerely appreciate having the latest information regarding the 
above programs of COUNCIL FOR TOBACCO RESEARCH-U.S.A., INC. (THE) for our 
-research resources funding information files. 



Mark St. Sauveur 
Administrative Coordinator 


MSTS/indg 


Source: https:77www.induslFydocumerits'.uc§T!edu/8ocs/kyvc(K)6b' 



